ARCHIVE LOCATION VARIANCE SHEET 


THE NUMBER (RANGE) iOSiSUSMUS. _IS LOCATED: 


( ) IN THE AUDIO CABINET _ 

( ) IN THE VIDEO CABINET _ „ 

( ) ON THE OVERSIZE SHELF _ 

( ) IN THE MICROFORMS CABINET _ 

( ) AT THE WAREHOUSE _ 

( ) IN THE TRANSLATION/TRANSCRIPTION FILES 



OTHER 


Source: https://www.industrydocuments.ucsf.edu/docs/mlpkOOOO 




